1985.     He   identified  exhibit  P-6 as the  report of  ijivestiga-
tion,   and he confirmed that  the two citations  in question
were  issued as  a result of his  investigation  of the  incident.
He  identified exhibit p-7  as a  sketch  of  the  area where the
incident occurred and he   explained the  cutting,   drilling,   and
shot procedures  which were  taking place.     He  also  identified
exhibit  P-8  as  a  diagram  of  the mine  section  given  to  him by
someone  in  the respondent's  safety department.     Mr.   Oglesby
described the  "explosion"   as a  "large  blow out"   from the side
of  a  crosscut at  a location where a drill  hole had been shot
through.     As  a result of  his  investigation,   including  the
examination  of  the drill  hole,   he concluded  that an unconfined
shot  had taken place,

Mr,   Oglesby confirmed that he issued  Citation
No.   2507175,   because  the shooter failed  to  take  care  and
insure  that  all miners  in  the blast area  were  clear of  the
shot and removed from the area.     He stated  that he placed the
location  of   loader  operator  Marvin Ferguson,   who was  injured
by the blast,   by  speaking  with the shooter  and other  witnesses
during  his  investigation.     He also spoke with  Mr.  Ferguson on
March  27,  while  he was in  the hospital  recuperating  from burns
he  received by the blast,   and Mr.   Ferguson  told him that  he
was  temporarily operating a loader in  the  number  3 entry while
awaiting  the  arrival  of  the  regular  loader   operator.
Mr.   Ferguson confirmed that  the shooter,   James  Bealmear,   told
him that he was preparing  to fire a shot  and  asked if he was
clear.     Mr.   Ferguson stated  that he  told Mr.   Bealmear that  he
was  in  the  clear,   and  then proceeded to  squat   down with   his
hands over  his ears  when  the shot went  off.     After the  shot,
Mr.   Ferguson shouted  to Mr.   Bealmear,   but Mr.   Bealmear could
not get  to him,   and the face boss came  to Mr.   Ferguson's
rescue.

Mr.   Oglesby referred  to the sketch  and   testified that
after Mr.  Bealmear loaded the shot hole,   he  returned to  the
location shown on  the sketch and fired off  the shot.

Mr.   Oglesby  confirmed  that he  issued  Citation No.   2507176
after  determining that  the shot  in question  was an unconfined
shot.     He  defined an   "unconfined shot"   as   one  which is  fired
without at  least  18  inches  of  overburden  material around  it.
He did not  know the type of  explosive used by  the shooter,   nor
could  he determine whether  any stemming  was  used.     The appear-
ance  of  the  blown-out area  indicated to  him that  the shot  was
not confined,   and he stated that had  it  been  properly confined
it would  not  have  blown out.     He   identified  exhibit P-10  as
the  results  of  a state  investigation of   the   incident.
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